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EFFECTS OF EXPOSURE TO LOW LEVELS OF IONIZING RADIATION
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FIGURE 5-11   Excess relative risk of breast cancer incidence due to low-LET radiation
by attained age for U.S. females exposed at various ages.
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FIGURE 5-12   Excess cases of breast cancer by attained age for U.S. females exposed to
low-LET radiation at various ages.